U.S. Robotics 
Customer Assistance 



1- Quick Install Guide 

2. Tips, User Guides, Updates: 
www.usr.com/support 

3. Technical Support (Internet): 
www.usr.com/emailsupport 

4. Technical Support (Phone): 
1 - 888 - 428-9450 
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U.S. Robotics 
Assistance client 



1. Guide d’installation rapide 

2. Conseils, guides utilisateur, 
mises a jour: 

www.usr.com/support 

3. Support technique en ligne : 
www.usr.com/emailsupport 

4. Assistance telephonique : 
1 - 888 - 428-9450 
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